Library Visit 11/16/2024 


Today during my library visit, | am going to set up the deferred 
tuition plan with SNHU, so | could utilize their library services once 
| am registered. | am also going to look more into libraries on 
World-Cat that have biographic information on William Harvey. 
This way | can run Google scholar search using linked libraries. 


William Harvey 


According to Britannica, it states the following regarding who 
William Harvey is, William Harvey (born April 1, 1578, Folkestone, 
Kent, England—died June 3, 1657, London) was an English 
physician who was the first to recognize the full circulation of the 
blood in the human body and to provide experiments and 
arguments to support this idea. 


World-Cat 


| have found a book called, The Works of William Harvey, | have 
looked primarily for the libraries that are international based. The 
international libraries are: 


1) University of Sussex 

2) Bibliotheek Universiteit van Amsterdam 

3) Deutsche Zentralbibliothek fur Medizin - 
Informationszentrum Lebenswissenschaften, Koln 


Google Scholar 


| was able to link the first two institutions to Google Scholar, as 
third library wasn’t able to link. Before | searched Google 
Scholar | went to NOVEL NY Gale Academic OneFile, and 


searched for relevant keywords about William Harvey in the 
topic finder. 


| have searched William Harvey: Medical Research and found the 
following citation, Plochmann, George Kimball. "William Harvey 
and his methods." Studies in the Renaissance 10 (1963): 192-210. 


Notes 


| have started searching more into trying to find the citation freely 
available, in this next section | would exhaust, Google, Gale 
Academic OneFile, DOAJ (Directory of Open Access Journals). | 
would see about PubMed, lastly World-Cat. 


Google 


| have searched the citation on Google, Plochmann, George 
Kimball. "William Harvey and his methods." Studies in the 
Renaissance 10 (1963): 192-210. But | couldn’t find anything 
freely available. 


Gale Academic OneFile 


| have searched the journal in Gale Academic OneFile, but 
couldn’t really find something that matches studies in the 
renaissance. 


DOA 


| have searched the journal in DOAJ, and didn’t populate as any 
results, | will try PubMed. 


PubMed 


| have searched the article title and the journal title. | may have 
found some of the articles listed in the journal on PubMed. 


World-Cat 


Before | exhaust World- Cat to see what libraries have the journal, 
Studies in the Renaissance. | will do a Google Search on the 
periodical to learn more about its origins. | just found this on 


JSTOR, https://www.jstor.org/journal/studrena 


These are the libraries that have this journal, 
https://search.worldcat.org/title/3 7032191 . | have learned more 
about the origins on World-Cat. The Journal comes from the 
Renaissance Society of America, https://www.rsa.org/ . 


Notes 


| was unable to set up the deferred tuition plan, due to login 
troubles, | would really like to learn more about becoming 
member of that Renaissance Society of America. As well set up 
the deferred tuition plan, if | am able to fix login restrictions. 


